AMENDMENT NO. 2 DECEMBER 2014 
TO 
IS 15796 : 2008 AUTOMOTIVE VEHICLES — HORN 
INSTALLATION — REQUIREMENTS 


(Page 1, clause 6.2.2) — Insert the following sentence at the end: 


‘A calibrated power supply may be used for operating the sound signaling 
device.’ 


(TED 11) 
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